DIXIE NEWS COMPANY, CHARLOTTE, 


JOHNSTON BUILDING 

was constructed in 1924. Charlotte's largest 
office building, it contains 149,000 square feet 
of modern office space and is 17 stories in 
height. All corridors are of beautiful Tennessee 
and Alabama marble. The lobby corridor's 
wainscoting is of TAVERNELLE marble im¬ 
ported from Italy. 
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